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Thinking of going in? 





Keep working from home 


if you can. 


Around 1 in 5 people who nave Covid-19 
nave no symptoms and are spreading it 
without Knowing. So limit the number of 
people you come into contact with and 
only go into work If you have to. 


Let’s take this next step safely. 
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